
PERSPECTIVE OF RABBIT HOUSE 
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CUTAWAY VIEW OF 8'X8' RABBIT HOUSE 
SINGLE DECK WIRE FLOOR HUTCH. 



note: 

BASED on: UNIV. of WISCONSIN 
PLAN NO. WP 5706. 

CONSULT LOCAL HEALTH AND 
BUILDING CODE AUTHORITIES 
BEFORE STARTING CONSTRUCTION. 
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ISOMETRIC 

REMOVABLE HUTCHES 




l" TURNED DOWN 
ON INSIDE. 


CHAIN 


“ TURNED UP 
ON INSIDE 


V X 3 /4"X6" 
METAL STRAP 



DOOR IS INSIDE FRONT 
SWING DOOR IN AND UP 


DOOR DETAILS 




WIRE MESH MATERIAL 
HUTCH TOP -l"X2"X 16 GAGE 
HUTCH SIDE-l"Xl"X 14GAGE 
HUTCH FLOOR- 

!*>' X I'g"X14 GAGE (SMALL BREEDS) 

5/ 6 x %' 0R l/ 2 x •" x 14 GAGE (LARGER BREEDS) 


DOOR OPENING MAKE I 
FOLD TOP 9 BOTTOM 


LOOSE PIN HINGES FOR 
OPENING FRONT AS A DOOR 
OR TO REMOVE FRONT. 


LOUVERED VENTILATOR 



— 2X4 JOIST 


^ 4X4 SKIDS 

(PRESSURE TREATEDl . „ 
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SECTION 

DOUBLE DECK SOLID 
FLOOR HUTCH 
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